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Part VI- Section 1 
Notifications of interest to the General Public issued by 

Heads of Departments , etc . 


NOTIFICATIONS BY HEADS OF DEPARTMENTS , ETC . 


MEDICAL COUNCIL OF INDIA 


ELECTION OF ONE MEMBER TO THE MEDICAL COUNCIL OF INDIA 


PRECEPT . 


(No. 27686 /ME||1/ 2 /2013 ) 


No . VI(- 1)/379 (a - 1)/2013 

Notice is hereby given pursuant to the provision of section 3 ( 1) (c ) of the Indian Medical Council Act, 1956 , 
(Central Act 102 of 1956 ) that the election of onemember to the MedicalCouncil of India to serve for a term of four years to be 
held and the Electorate is called upon to elect the member. 


Nomination of eligible persons to fill up the vacancy is invited . 

Each candidate must be nominated by separate nomination paper but any person entitled to vote at the election may sign 
the nomination paper of candidate and for which he is entitled to vote . Every Nomination paper mustbe in Form II giving all the 
details as required there in . The Nomination paper can be downloaded from the website .www . tnhealth .org . 


The Nomination paper must reach the undersigned not later than 5 .00 p .m . on Thursday , the 3rd October 2013 from 
whom nomination paper may be obtained on application . Nomination paper which are not received by the Returning Officer by 
the aforesaid date and time will be invalid . Each candidate standing for election shall deposit or caused to be deposited 
with the Returning Officer the sum of Rs. 50 /- (Rupees fifty only ) in cash or by Demand Draft in favour of the 
Returning Officer / DME -MCI Election , payable at Chennai on or before 3rd October 2013 (3 . 00 P . M .) and no candidate shall 
be deemed to be duly nominated unless such deposit has made . The deposit is not refundable . 


Office of the Director of Medical Education 
162 , EVR Periyar High Road , 
(Poonamallee High Road ), Kilpauk , 
Chennai - 10 


Dr.C .VAMSADHARA 

Returning Officer, 
Medical Council of India (Elections) 
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TAMIL NADU GOVERNMENT GAZETTE EXTRAORDINARY 


ELECTION OF ONE MEMBER TO THE MEDICAL COUNCIL OF INDIA – 2013 


(Ref.No. 27686 /ME 111/ 2/ 2013 .) 
No. VI(-1)/379(a -2)/2013 

In accordance with section 3 (1) (c ) of Indian Medical council Act, 1956 (Central Act 102 of 1956 ) Notice is hereby 
given that an election of one member to the Medical Council of India to be elected from amongst themselves from 
the Graduate Registered Medical practitioners whose names appear in the Electoral Roll available in the Office of the 
Returning officer, Medical council of India (Elections), office of the Director of Medical Education , Kilpauk , Chennai- 10 
will be held . 


1 


ABSTRACT OF PRECEPT 
Nomination paper to be filled in accordance 
with instruction and returned to the Returning Officer . 


Not later than 5 .00 P . M . 
on 03- 10 - 2013 (Thursday ) 


2 


Scrutiny of Nomination paper 


04 - 10 - 2013 
(Friday) in the office of the 
Returning Officer 


W 


Last date for Withdrawal of Nomination in person 


07- 10 -2013 (Monday) before 3.00 P . M . 


14 - 10 - 2013 (Monday ) 


Ballot Paper / Voting paper and other forms to be sent 
by Returning Officer by Post to all Electors on or before 


0 


Ballot Paper / Voting Papers are returnable to the 
Returning Officer. 


Not later than 5 . 00 P . M . on 28 - 10 - 2013 
(Monday) 


6 . 


Scrutiny and counting of votes 


29 - 10 - 2013 (Tuesday ) 11. 00 A . M . 
Onwards 


All communications regarding the election shall be addressed as hereunder. 


The Returning Officer, Medical Council of India (Election ), Office of the Director of Medical Education , 
162, E . V . R . Periyar High Road (Poonamallee High Road), Kilpauk , Chennai-600 010 . 


Chennai-600 010 
25th September 2013 


Dr.C .VAMSADHARA, 

Returning Officer, 
Medical Council of India (Elections). 


PRINTED AND PUBLISHED BY THE DIRECTOR OF STATIONERY AND PRINTING , CHENNAI 

ON BEHALF OF THE GOVERNMENT OF TAMIL NADU 


